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26 February 1973 


MEMORANDUM FOR: All IC Offices 


SUBJECT + Relocation of IC Registry 


des Effective 22 February 1973 the IC Registry 
moved from Room 6E-18 to Room 6E-2914. Our new phone 
numbers are 


2s Please enter the Registry through Room 
6E-2914 which is in the inner corridor. 


Registrar. 
DCI/IC 
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